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UNCLASSIFIED 
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ACTION NEA-05 

INFO OCT-OI ISO-00 EB-05 DRC-OI RSC-OI ( ISO ) W 

122484 

R05I052ZMAR74 
FM AMEMBASSY CAIRO 
TO USDOC/BIC 

INFO SECSTATE WASHDC 5066 
AMEMBASSY BEIRUT 

UNCLAS CAIRO 1055 

E. O. 1 1652: N/A 
TAGS: BEMPEG 

SUBJECT: SEWAGE SYSTEM FOR CITY OF CAIRO 

1. EGYPT 

2. CAIRO 

3. T 0005. 

4. 030474 

5. DESIGN, CONSTRUCTION ANDFINANCING FOR PRIMARY 

AND SECONDARY SEWAGE SYSTEM FOR THE CITY OF CAIRO. TOTAL 
COST IS ESTIMATED AT 30 MILLION DOLLARS. 

6. GENERAL SEWAGE ORGANIZATION FOR THE MUNICIPALITY 
OF CAIRO. INTERESTED PARTIES SHOULS ADDRESS THEMSELVES 
TO MR. ROGER CHAMI, PRESIDENT OF ITTEHAD AL MAMARI, 10 
ELOUI STREET, CAIRO. MR. CHAMI IS A WELL KNOWN CONTRACTOR 
AND ENGINEER WHO HAS BEEN APPROACHED BY THE AUTHORITY 
TO PARTICIPATE IN DESIGN OF THE SYSTEM. 

7. N/A 

8. NO FORMAL DATE HAS BEEN SET FOR SUBMISSION OF 
DESIGNS. 

9. NO TENDERS ARE AVAILABLE, DESIGN PARAMETERS 

HAVE NOT YET BEEN ESTABLISHED. COMPLETED DESIGNS WILL 
BE REVIEWED BY THE AUTHORITY. 

10. PETER B. EDMONDS. 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: BUDGETS, SOCIAL SERVICES, PROGRAMS (PROJECTS), HOTEL ACCOMMODATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974CAIR001055 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CAIRO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740368/aaaaclid.tel 

Line Count: 61 
Locator: TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUL 2002 by elbezefj>; APPROVED <04 DEC 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SEWAGE SYSTEM FOR CITY OF CAIRO 
TAGS: BGEN, EG 
To: COM 
Type: TE 
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